THE CLIMAX

period in the annals of England, was dead. She had been
persuaded to visit Ireland in April 1900, but her health was
already failing. She died in her retreat of Osborne, a country
house in the Isle of Wight, on January 22, 1901, being 81 years
and 243 days of age, and having reigned 63 years and 216
days.
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